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THIS IS UNEVALUATED INFORMATION 


Kecskemet Military H ospital (Kecskemet! 
HonvedkorhasO , located near Kecskemet f%6 19 4lE7 

J The army 

hospital, vas a three- story building and contained about ooO "beds . The 
building was constructed in 19^8 and vas made of concrete. The surgical 
equipment vas German and Swiss. Ho Soviet type of surgical equipment 
vas used . The hospital vas located outside of Kecskemet on a highway 
vhich headed for Budapest, 80 km away. /Enclosure A is approximate design 
of the Kecskemet Military Hospital J 


One of th e officers vas a ftvaj Nagy vho vas a political leader at the 
hospital J He vas formerly in the Engineers 

in the Hungarian Army. I 


Enclosures: A, 


Sketch of the Kecskemet Military Hospital. 



B. Sketch of the Facilities of the Czegled 

Headquarters of the Artillery Unit 
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